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Extra^ of a Letter of Mr. Heathcott to Mr^ Fiatii- 
Iteed/ro^CaboCors Caftle on the Coafi of Giii- 
ney //^e i4/^(9jrDecember 1683. concerning the 
Tide on that Coaft , Variation of the Needle, 
isfc. 


THeSf/^runs here along the fhore continually to the 
Eaftward^ at a very great Rate, except at/«// and change^ 
for then it runs to Weftward^ or at leaft makes agreat 

Ahatel November 14th. I took the time of the Htgh-wattr at 

the Castle ( as near as I could) at 3 h. 30' p. m. It flowed a- 

bout 6 foot. The Magneticd Vanatton here is t?'' 49 from the 
North to the WeHward. At my firft Arrival I fixt my Weather- 

Glafs^ and found the Argent am wvum to Afcend 29 Inches, and 
in a Tornado 29 ,; Inches : But a 5fr^w^er by Accident broke the 
<^^e, fo that I could make no further tryal, &c 
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